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If T be the time in which the amplitude sinks in ratio e : 1,
(2-404)2 '
For copper in c.G.S. measure G = and thus
T =
800
nearly.
In order that T should be one second, the diameter of the cylinder would have to be about two feet.
[1900.    In the case of iron subjected to small magnetic forces we may take (see Phil. Mag. vol. XXIIL p. 235, 1887)
so that
C =
9611'
= 100,
R.      II.tor of constant p
